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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 08402 20I538Z 

50 

ACTION AF- 1 8 

INFO OCT-OI EUR-25 ADP-00 AID-20 10-13 EB-11 FDRE-00 SSO-00 
DODE-00 CIAE-00 INR-10 NSAE-00 RSC-01 RSR-01 PM-07 
/107 W 

000877 

R201500Z AUG73 
FM AMEMBASSY ROME 
TO AMEMBASSY BAMAKO 
INFO SECSTATE WASHDC 0313 
AMEMBASSY OUAGADOUGOU 

UNCLAS ROME 8402 

AFDROUGHT/FODAG 

SUBJ: AUTHENTIC ASSISTANCE 

WOULD APPRECIATE INEO ON OPERATIONAL STATUS THREE U.S. 
AIRCRAFT. FAO HAS WORD SOME DISRUPTIONS; ANXIOUS VERITY OR 
DENY AND LEARN IMPLICATIONS TERMS OTHER AIRLIFT REQUIREMENTS. 
ALSO APPRECIATE ANY CURRENT VIEWS TRANSPORT SITUATION INTO 
SIXTH REGION.VOLPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973ROME08402 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730827/aaaaatvc.tel 
Line Count: 39 
Locator: TEXT ON-LINE 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09-Jan-2002 by reddocgw>; APPROVED <28-Jan-2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AUTHENTIC ASSISTANCE WOULD APPRECIATE INFO ON OPERATIONAL STATUS THREE U.S. 
TAGS: SWEL, XY 
To: STATE 
Type: TE 
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